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The invention relates to the art of amusement devices 
and more particularly to devices known as pogo sticks. 

It is among the objects of the invention to provide a 
pogo stick which is neat, compact and durable and not 
likely to become deranged even with long use, which may 
be made from relatively inexpensive components and 
readily assembled at low cost, and which in addition to 
functioning in the manner of a conventional pogo stick, 
may readily be set for adjustment of its recoil to an 
amount which depends upon the weight of the user, to 
prevent injury to the latter due to excessive recoil action. 

According to the invention, these objects are accom¬ 
plished by the arrangement and combination of elements 
hereinafter described and particularly recited in the 
claims. 

In the accompanying drawings in which are shown one 
or more of various possible embodiments of the several 
features of the invention, 

Fig. 1 is a side elevational view of the device partly in 
cross section. 

Fig. 2 is a transverse sectional view taken along line 
2—2 of Fig. 1, 

Fig. 3 is a view similar to Fig. 2 taken along line 3—3 
of Fig. 1, 

Fig. 4 is a view similar to Fig. 2 taken along line 4—4 
of Fig. 1, 

Fig. 5 is a longitudinal sectional view taken along line 

5— 5 of Fig. 1, and 

Fig. 6 is a transverse sectional view taken along line 

6— 6 of Fig. 1. 

Referring now to the drawings, the device comprises 
a frame 11 illustratively a pair of elongated rigid support¬ 
ing members 12 and 13 of any suitable material such as 
hardwood or metal, but preferably of tubular stock, 
which are in spaced parallel relation along the greater 
part of their length and the lower ends 14 of which are 
affixed to a foot rest 15. As shown in Figs. 1 and 2, the 
foot rest comprises a length of suitable rigid material 
which also may be hardwood, but preferably is cast alu¬ 
minum which has a center portion 16 with a lateral ex¬ 
tension 17 on each side on which the feet of the user may 
rest. The center portion 16 of the foot rest has a bore 
21 therethrough and has a recess 22 on each side of said 
bore, in which the lower end 14 of the respective support¬ 
ing members may be positioned, said members being se¬ 
cured in said openings as by pins 23. 

The supporting members 12 and 13 are bent toward 
each other adjacent their upper ends as at 24 and are 
secured to each other as by a bolt 25, the free ends 26 of 
said supporting members being bent outwardly as shown 
to serve as handles to be grasped by the user of the 
device. 

Mounted on the spaced supporting members 12 and 
13 and extending transversely therecross adjacent the 
bent portions 24 thereof, is a guide member 28 which 
may be a stamped metal clamp, but preferably is an elon¬ 
gated block of rigid material preferably of cast aluminum. 
The guide member 28 has a bore 29 therethrough near 
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each end spaced the same distance as the recesses 22 in 
the foot rest 15 and through which the supporting mem¬ 
bers 12 and 13 extend, the guide member 28 being se¬ 
cured to the supporting members by pins 31 extending 
through the guide member and the supporting members. 

The guide member 28 also has a bore 33 therethrough 
longitudinally aligned with the bore 21 in the center por¬ 
tion 16 of the foot rest 15 and a rod 35, preferably of 
tubular stock, the length of which is greater than the 
distance between the foot rest 15 and the guide member 
28 extends through both of said bores 21 and 33. De¬ 
sirably, the portion 36 of the rod extending beyond the 
foot rest 15 is longer than the portion 37 of the rod ex¬ 
tending beyond the guide member 28 and a foot 39 of 
resilient material is positioned on the end of said longer 
portion. 

Encompassing the portion of the rod 35 between the 
foot rest 15 and the guide member 28 is a strong coil 
spring 41, the ends of which are desirably positioned in 
cups 42 and 43 through which the rod extends. The cup 
43 is urged by the coil spring 41 against a stop member 
44, illustratively a cotter pin extending through the rod 
35 adjacent the lower end thereof between the foot rest 
and the guide member 28 and the cup 42 is urged by the 
coil spring 41 against the undersurface of the guide mem¬ 
ber 2S. Thus in the position shown in full lines in Fig. 1, 
the coil spring will be in extended, though slightly com¬ 
pressed condition, normally urging the frame 11 up¬ 
wardly, limited by the abutment of the center portion 16 
of the foot rest 15 against the cotter pin 44. 

The upper portion 37 of the rod 35 is desirably pro¬ 
vided with a plurality of longitudinally spaced openings 
45 therethrough to receive a stop member 46, illustra¬ 
tively a cotter pin. The openings are so spaced that when 
the cottor pin 46 is in the uppermost opening 45a, the 
spring 41 will be but slightly compressed and when the 
cotter pin 46 is in any of the openings below the topmost 
opening 45a, the foot rest 15 will be moved away from 
the cotter pin 44 and the coil spring 41 will be compressed 
by an amount depending upon the setting of the cotter 
pin 46. 

Before the device is used, the cotter pin 46 is set in 
an appropriate opening 45 to adjust the tension of coil 
spring 41. Thus, for a lightweight person, the strong coil 
spring will be only slightly compressed with each bounc¬ 
ing action and hence the recoil will be correspondingly 
small. For such a user the cotter pin 46 may be inserted 
into the topmost aperture 45a. For a heavy person, the 
coil spring would be compressed considerably with each 
bouncing action so that its recoil would be correspond¬ 
ingly great with the possibility that the user of the device 
might be thrown therefrom. For such a heavy user the 
pin 46 is inserted into an opening 45 below the topmost 
opening 45a, thereby compressing the coil spring. Hence 
the amount of further compression of the spring in use 
of the device would be limited, thereby limiting the 
recoil. 

The device is thereupon used in conventional manner, 
that is, the user grips the handles 26 and with both feet 
placed on the foot rest bounces up and down in manner 
well known in the art of pogo sticks. 

Means are provided to enable the user to know how 
many bouncing motions he is able to accomplish during 
each use of the device. To this end, a counter 51 is 
mounted in such manner that it will be actuated with 
each movement of the frame. In the illustrative em¬ 
bodiment, the counter is affixed to one of the supporting 
members 12 of the frame above the guide member 28. 
The actuating shaft 52 of the counter which extends trans¬ 
versely with respect to the frame mounts a leaf spring 
53, for example, at its end and the free end of the leaf 
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spring is in the path of movement of the upper end 54 
of the rod 35. Thus each time the user presses down 
on the foot rest, the free end of the leaf spring 53 will 
abut against the end 54 of the rod to turn the shaft. 52 
of the counter to effect the desired counting action. 

The device above described is extremely durable and 
capable of long use without becoming out of order. By 
reason of the fact that the recoil of the coil spring is 
capable of adjustment, the device may readily be set, for 
use by a person of any weight so that there is no danger 
of excessive recoil of the coil spring which might throw 
the user from the device with resultant possible injury. 

As many changes could be made in the above con¬ 
struction, and many apparently widely different embodi¬ 
ments of this invention could be made without departing 
from the scope of the claims, it is intended that all matter 
contained in the above description or shown in the ac¬ 
companying drawings shall be interpreted as illustrative 
and not in a limiting sense. 

Having thus described my invention, what I claim as 
new and desire to secure by Letters Patent of the United 
States is: 

1. A pogo stick comprising an elongated frame having 
a handle adjacent one end and a foot rest adjacent the 
other end, an elongated member extending parallel to 
said frame, means connecting said elongated member and 
said frame for reciprocating movement therebetween, said 
elongated member extending beyond said foot rest, a 
guide member rigid with said frame, longitudinally spaced 
from said foot rest and through which the inner end of 
said elongated member extends, resilient means reacting 
at one end against said elongated member and at its 
other end against said guide member and means to ad¬ 
just the tension on said resilient means, said means com¬ 
prising a plurality of longitudinally spaced openings in 
the end of said elongated member adjacent said guide 
member and a pin adapted to be positioned in any one 
of the openings in the elongated member on the side of 
the guide member remote from the side thereof against 
which the resilient means reacts. 

2. A pogo stick comprising a pair of elongated tubular 
members made of relatively light, structurally strong ma¬ 
terial and extending parallel to and spaced from each 
other at least along a portion of their length, a handle 
conformation iat one end of said members, a foot rest 
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affixed to said members adjacent their other end and ex¬ 
tending transversely with respect thereto, a guide mem¬ 
ber affixed to said members between the foot rest and 
the handle conformation and extending transversely with 
5 respect to said members, a tubular rod made of relatively 
light, structurally strong material positioned between said 
elongated members and transversely spaced therefrom 
and in the same plane as said members, said rod extend¬ 
ing through and beyond said guide member and said foot 
10 rest and slidably mounted with respect thereto, and a 
coil spring encompassing the portion of said rod between 
said guide member and said foot rest and reacting at 
one end against said guide member and at its other end 
against said rod. 

15 3. The combination set forth in claim 2 in which 

means are provided to adjust the tension on said coil 
spring. 

4. A pogo stick comprising an elongated frame mem¬ 
ber having a handle adjacent one end and a foot rest 
20 adjacent the other end, an elongated support member 
extending parallel to said frame member, means con¬ 
necting said elongated support member and said elongated 
frame member for reciprocating movement therebetween, 
said elongated support member extending from said frame 
25 member beyond said foot rest, a coil spring reacting at 
one end against said support member and at its other 
end against said frame member to urge said support mem¬ 
ber beyond said foot rest, said frame member being 
moved against the tension of said coil spring when pres- 
30 sure is exerted against said foot rest, and complementary 
means to adjust the initial tension of said coil spring, 
one of said elongated members having a plurality of 
longitudinally spaced openings defining one of the com¬ 
plementary means and a pin adapted to be positioned in 
35 any one of said openings defining the other complementary 
means, the position of said pin limiting the extension 
of said spring and determining the initial tension thereof. 
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